Bombay 

. * 

3110719 

Bombay Golf Club Putter Set 


Parts required 


A. Putter Grip 1 pc 

B. Center Shaft 1 pc 
C Lower Shaft 1 pc 
D. Putter Head 1 pc 

* Use the hardware illustrations to determine correct piece and size. 

* This item may require periodic tightening. 

1. Place the center shaft (B) and the lower shaft (C) side by side. Note that the lower shaft has exposed threaded rods 
at both the top and bottom of the shaft, while the center shaft has only an exposed threaded rod in the top. Place the 
exposed threaded rod in the center shaft into the pre-threaded hole in the putter grip (A). Tighten in a clockwise 
direction. Refer to illustration #1. 

2. Place the exposed threaded rod in the lower shaft (C) into the pre-threaded hole in the bottom of the center shaft 
(B). Tighten in a clockwise direction. 

3. Insert the exposed threaded rod in the bottom of the lower shaft (C) into the pre-threaded hole in the putter head 
(D). Tighten in a clockwise direction. 
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